CITY OF MATLOSANA 



REFUSE SERVICES - TARIFF STRUCTURE 

Monthly charges for availability and use of Council's refuse and sanitary services: 


REFUSE AND SANITARY SERVICES 



1 

DOMESTIC REFUSE REMOVAL 

2018/2019 

2019/2020 


This tariff shall apply to services rendered to : 





Amateur sporting clubs Private dwelling-houses 

Charitable institutions Residential flats 

Churches and Church Halls Retirement and care centres 

Council hostels Townhouses 

Government dwellings and institutions 

Indigent consumers 

Excluding Dominionville stands 




1.1. 

Indigent Consumer (Subsidized - dependant on service rendered) 

R137.10 

R144.23 


1.2 

Removal once (1) a week ( per container) 





Per 85 and 240 litre container (maximum 3 bags) 

R137.10 

R144.23 


1.3 

Sub-economical housing: removal once (1) a week (per container) 





Per 85 and 240 litre container (maximum 3 bags) 

R34.33 

R144.23 


1.4 

Removal twice (2) a week ( per container) 





Per 85 and 240 litre container (maximum 3 bags) 

R177.54 

R186.77 



Where a refuse removal service is rendered to a consumer where a 
combination of domestic and business catogories is applicable, the tariff 
for business shall be applied 



2 

BUSINESS REFUSE REMOVAL - ALL AREAS 

(COMPACTED OR NOT) 

2018/2019 

2019/2020 


This tariff shall apply to services rendered to : 





Bed and Breakfast places Private and Government schools 

Business and Industrial Staircase and public lighting 

Boarding houses Unlicensed clubs and halls 

Creches and Nursery schools Private hospitals 

Guest houses Private hostels 




2.1 

Removal once (1) a week per container 

2.1.1 Per 85 and 240 litre container (maximum 3 bags) 

2.1.2 Per 1100 litre container 

R161.53 

R1 774.20 

R169.93 

R1 866.46 


2.2 

Removal twice (2) a week per container 

2.2.1 Per 85 and 240 litre container (maximum 3 bags) 

2.2.2 Per 1100 litre container 

R214.81 

R2 217.72 

R225.98 

R2 333.04 











2.3 Removal three (3) times a week per container 

2.3.1 Per 85 and 240 litre container (maximum 3 bags) 

2.3.2 Per 1100 litre container 

2.4 Removal daily (except Saturdays and Sundays) - per container 

2.4.1 Per 85 and 240 litre container (maximum 3 bags) 

2.4.2 Per 1100 litre container 







3.1 Per 85 and 240 litre container 

3.2 Per 1100 litre container 


REPLACEMENT OF LOST OR DAMAGED CONTAINERS 


The actual cost to the Council of the material and labour involved, plus a surcharge of 
15 % on such amount of administration costs. 


5 RENTAL OF CONTAINERS PER SPECIAL OCCASION (PER DAY) 


Per 85 litre container 
Per 240 litre container 
Skip container (if available) 

12000 litre roll-on container (if available) 

Refundable deposit of 25% of value of containers also to be paid 


DISPOSAL OF DEAD ANIMALS 


Per disposal (1 x LDV load once (1) per week) 
Per large animal (e.g. horses, cattle etc.) 
SPCA 


VACUUM TANK AND SEPTIC TANK REMOVAL 


7.1 Applicable basic sewerage tariff for all different types of erven/premises 
as if it is connected to the Council's sewer reticulation system. 

7.2 In the event where erven or premises are not paying a basic sewerage 
fee and services are rendered; an additional amount per occasion 

be applicable 

7.3 If service can be rendered outside the Municipal area; only on request if its not delaying service 
delivery 


8 VALUE ADDED TAX 





R268.09 
R2 661.35 


R323.06 
R3 540.61 


R282.03 
R2 799.74 


R339.86 
R3 724.72 



2018/2019 2019/2020 


R161.53 R169.93 
R1 774.31 R1 866.57 


2018/2019 2019/2020 



2018/2019 

2019/2020 

R6.84 

R7.69 

R136.78 

R7.20 

R8.09 

R143.89 


R287.80 

2018/2019 

2019/2020 

R240.40 

R1 094.17 

R0.00 

R252.90 

R1 151.07 

R0.00 

2018/2019 

2019/2020 

R214.81 

R225.98 

R805.44 

R847.32 


The tariffs do not include VAT at the standard rate. 








































